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The records of the Mercy Hospital , Laredo, 
disclosed- that JAMES GARRETT, 14-14 Iturbide was taken 
to Mercy Hospital on April 1 6 , 1964, with a heart attack 
and was dead on arrival. 
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This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and la loaned to 
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